| Langevin | 


503 SOUTH GRAND AVENUE + SANTA ANA, CALIFORNIA 


21 May 1963 


PROFESSIONAL USER 
NET PRICE LIST 


GENERAL 


The items shown on this list are arranged in alphabetical and numerical order; a 
reference is made to the page on which the item is described in Catalogue 408. 
In many cases the complete description and usage covers several pages preceding 
and succeeding the referenced page. 


HOW TO BUY 


Consult the yellow pages of your telephone book for the Langevin distributor or 
sound contractor nearest you, or telephone the Langevin Field Representative 
for your area listed on the inside front cover of Catalogue 408. If you are 
situated in a remote area contact the factory for instructions. 


WARRANTY 


Langevin guarantees its products to be free from defects in material and workmanship 
for a period of 1 year from date of resale. 


RETURNS IN WARRANTY 
Products returned to the factory must be via prepaid transportation, accompanied 
by a packing slip and a detailed explanation of the difficulty. A copy of this 
explanation should be sent by mail to the Langevin Customer Service Department. 
Contact your Langevin distributor for instructions. 

PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE 

IF YOU NEED UNUSUAL HELP IN ORDERING 


Telephone, wire or write the factory and ask for the ge 5 


Howard Souther, Sales Manager 
Langevin, A Division of Sonotec Inc. 
503 South Grand Avenue 

Santa Ana, California 


LANGEVIN 
MODEL 


AMI101D (WITH TUBES) 
AMIOID (LESS TUBES) 


AMI128X 
AM128XB 
AMI128XC 


AMI138S (LESS TUBES) 
AM1385G (WITH TUBES) 
AMI38SG (LESS TUBES) 


AMI38SK (WITH TUBES) 
AMI3B8SK (LESS TUBES) 


AMI38SL (WITH TUBES) 
AMI38SL (LESS TUBES) 


AMI38SM (WITH TUBES) 
AMI1385M (LESS TUBES) 


AM3101B (WITH TUBES) 
AM31018 (LESS TUBES) 
AM3IOVE (WITH TUBES) 
AMBIONE (LESS TUBES) 


AMS115 
AM5116B 


M5117 (WITH TUBES) 
M5117 (LESS TUBES) 


M5301 (WITH TUBES) 
AMS530) (LESS TUBES) 


CSLI200K 


CSL1201 
CSL1201B8 
CSLI201 
CSLI201K 


AT(MODEL)E2 


AT(MODEL)ES: 


ATA00/G 
ATAOI/G 


ATAI2/F 
AT413/F 
ATA14/N 
nralee 
A 
ATAIZ/K 


AT502/3R 
AT502/4R. 


DESCRIPTION 


AUDIO PEAK CLIPPING AMPLIFIER 
CONSOLE HOUSING 
CONSOLE HOUSING 
CONSOLE HOUSING 
CONSOLE HOUSING 
CONSOLE HOUSING 
CONSOLE HOUSING 


TRANSISTOR AMPLIFIER 
TRANSISTOR AMPLIFIER 
TRANSISTOR AMPLIFIER. 
TRANSISTOR LIMITER COMPRESSOR AMPLIFIER 


50 WATT AUDIO AMPLIFIER 
50 WATT AUDIO AMPLIFIER 


20 WATT AUDIO AMPLIFIER 
20 WATT AUDIO AMPLIFIER 
20 WATT AUDIO AMPLIFIER 


8 WATT AUDIO AMPLIFIER 
8 WATT AUDIO AMPLIFIER 
8 WATT AUDIO AMPLIFIER 


8 WATT AUDIO AMPLIFIER 
8 WATT AUDIO AMPLIFIER 


8 WATT AUDIO AMPLIFIER 
8 WATT AUDIO AMPLIFIER 


8 WATT AUDIO AMPLIFIER 
8 WATT AUDIO AMPLIFIER 


50 WATT AUDIO AMPLIFIER 
50 WATT AUDIO AMPLIFIER 
50 WATT AUDIO AMPLIFIER 
50 WATT AUDIO AMPLIFIER 


PRE-AMPLIFIER 
PRE-AMPLIFIER 


PROGRAM OR MONITOR AMPLIFIER 
PROGRAM OR MONITOR AMPLIFIER 


LEVELINE AMPLIFIER 
LEVELINE AMPLIFIER 


CONTROL CONSOLE COMPLETE (TUBE TYPE) 
CONTROL CONSOLE COMPLETE (TUBE TYPE) 
CONTROL CONSOLE ONLY (TUBE TYPE) 

DO-|T-YOURSELF CONSOLE KIT (TUBE TYPE) 


CONTROL CONSOLE COMPLETE (SOLID STATE) 
CONTROL CONSOLE COMPLETE (SOLID STATE) 
CONTROL CONSOLE ONLY (SOLID STATE) 
DO-IT-YOURSELF KIT (SOLID STATE) 


ESCUTCHEON 
ESCUTCHEON 
ESCUTCHEON 
ESCUTCHEON 
ESCUTCHEON 
ESCUTCHEON. 


MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 


MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 
MOTION PICTURE PROJECTION & TURNTABLE FADER 


PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 


PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 


PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 
PRECISION ROTARY IMPEDANCE MATCHING NETWORK 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


PROFESSIONAL 
NET PRICE 


WATCH FOR RELEASE DATE 


56.00 
56.00 


ES 
8 


S88 sss 
888s sase 


BEER 


Sbex 


SHIPPING 
WEIGHT 


60 LBS. 
50 LBS. 
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55 5 & & GSES55 SESE55 


5 


BBE 


QLES SLSL LISS Sessaa 


LANGEVIN PROFESSIONAL SHIPPING 


MODEL DESCRIPTION NET PRICE WEIGHT PAGE 
1503/5 PRECISION DECADE ATTENUATOR 22.75 1B. 64 
AT503/2S PRECISION DECADE ATTENUATOR 43.00 1B. 64 
AT503/3S PRECISION DECADE ATTENUATOR 63.25 1B. 64 
AT503/4S PRECISION DECADE ATTENUATOR 83.50 1B. 64 
AT504/T PRECISION DECADE ATTENUATOR 22.75 1 1B. 64 
‘AT504/2T PRECISION DECADE ATTENUATOR 43,00 1B. 64 
‘AT504/3T PRECISION DECADE ATTENUATOR 63.25 1 1B 64 
‘AT504/4T PRECISION DECADE ATTENUATOR 83,50 1 LB. 64 
AT505/G PRECISION DECADE ATTENUATOR 25.25 1 LB. 64 
AT505/2G PRECISION DECADE ATTENUATOR 48.00 1 LB. 4 
AT505/3G PRECISION DECADE ATTENUATOR 70.75 1 1B, 64 
AT505/4G PRECISION DECADE ATTENUATOR 93.50 1B. 64 
AT506/G. PRECISION DECADE ATTENUATOR 53.50 1B. 64 
AT506/26 PRECISION DECADE ATTENUATOR 104.50 1B, 64 
‘AT506/3G PRECISION DECADE ATTENUATOR 155.50 1B. 64 
‘AT506/4G PRECISION DECADE ATTENUATOR 205,50 1B. 64 
AT507/R PRECISION DECADE ATTENUATOR 22.75 1 LB. 64 
‘AT507/2R PRECISION DECADE ATTENUATOR 43,00 11. 64 
AT507/3R PRECISION DECADE ATTENUATOR 63.25 1 LB. 64 
‘AT5O7/4R PRECISION DECADE ATTENUATOR 83,50 1B. 64 
AT508/5 PRECISION DECADE ATTENUATOR 22.75 1 LB. 64 
‘AT508/25 PRECISION DECADE ATTENUATOR 43.00 1 LB. 64 
‘A1508/35 PRECISION DECADE ATTENUATOR 63.25 1 LB. 64 
‘AT508/45 PRECISION DECADE ATTENUATOR 83,50 118. 64 
AT509/T PRECISION DECADE ATTENUATOR 22.75 1B. 64 
AT509/21 PRECISION DECADE ATTENUATOR 43.00 1B. ra 
AT509/3T PRECISION DECADE ATTENUATOR 63.25 1 LB. ray 
AT509/4T PRECISION DECADE ATTENUATOR 83.50 1B. 64 
AT510/G PRECISION DECADE ATTENUATOR 25.25 1 LB. 64 
AT510/2G PRECISION DECADE ATTENUATOR 48,00 118, 64 
ATS10/3G PRECISION DECADE ATTENUATOR 70.75 1B. 64 
ATS10/AG PRECISION DECADE ATTENUATOR 93.50 1 LB. 64 
ATSI1/G. PRECISION DECADE ATTENUATOR 53.50 1 LB. 64 
ATS11/26 PRECISION DECADE ATTENUATOR 104.50 1 LB. 64 
ATSI1/3G PRECISION DECADE ATTENUATOR 155.50 1 LB. 64 
ATS1/4G PRECISION DECADE ATTENUATOR 205.50 1 1B. ra 
ATS12/R PRECISION DECADE ATTENUATOR 22.75 118. 64 
AT512/2R PRECISION DECADE ATTENUATOR 43,00 1B. 64 
AT5I2/3R PRECISION DECADE ATTENUATOR 63.25 1B, 64 
ATSI2/AR PRECISION DECADE ATTENUATOR 83.50 1 1B. 64 
ATS13/S PRECISION DECADE ATTENUATOR 22.75 1 LB. 64 
AT513/25 PRECISION DECADE ATTENUATOR 43.00 1B. 64 
ATS13/35 PRECISION DECADE ATTENUATOR 63.25 1B. 64 
AT513/4S PRECISION DECADE ATTENUATOR 83.50 1 LB. 64 
ATS14/T PRECISION DECADE ATTENUATOR 22.75 1 LB. 4 
Als14/27 PRECISION DECADE ATTENUATOR 43,00 1 LB. 64 
ATSI4/3T PRECISION DECADE ATTENUATOR 63.25 11. 64 
‘ATS14/AT PRECISION DECADE ATTENUATOR 83.50 1B. 64 
ATSI5/K PRECISION DECADE ATTENUATOR 25.25 118. ray 
ATS13/2K PRECISION DECADE ATTENUATOR 48.00 1 1B. 64 
ATSI5/3K PRECISION DECADE ATTENUATOR 70.75 1 LB. 64 
ATSI5/4K PRECISION DECADE ATTENUATOR 93.50 1 LB. 64 
ATSIO/K PRECISION DECADE ATTENUATOR 25.25 1 LB. 64 
‘AT516/2K PRECISION DECADE ATTENUATOR 48.00 1b. ray 
ATS16/3K PRECISION DECADE ATTENUATOR 70.75 Vi. 64 
ATS16/4K PRECISION DECADE ATTENUATOR 93.50 1B. 64 
ATSIZ7/K PRECISION DECADE ATTENUATOR 25.25 1B. 64 
ATS17/2K PRECISION DECADE ATTENUATOR 48.00 1B. 64 
ATSI7/3K PRECISION DECADE ATTENUATOR 70.75 118. 64 
ATSI7/AK PRECISION DECADE ATTENUATOR, 93.50 1B. 4 
ATS18/F PRECISION DECADE ATTENUATOR 25.25 1 LB. 64 
ATS18/2F PRECISION DECADE ATTENUATOR 48,00 1 LB. 64 
ATS18/3F PRECISION DECADE ATTENUATOR 70.75 1 LB. 64 
ATS18/4F PRECISION DECADE ATTENUATOR 93,50 1B 64 
ATSIO/E PRECISION DECADE ATTENUATOR 25.25 1 LB, 64 
‘AT519/2F PRECISION DECADE ATTENUATOR 48.00 LB. 4 
AT519/3F PRECISION DECADE ATTENUATOR 70.75 1 LB. 64 
ATS19/4F PRECISION DECADE ATTENUATOR 73.50 11. 64 
AT520/F PRECISION DECADE ATTENUATOR 25.25 1 LB. 6 
‘A1520/2F PRECISION DECADE ATTENUATOR 48,00 1 LB, a 
AT520/3F PRECISION DECADE ATTENUATOR 70.75 1 LB. 64 
AT520/4F PRECISION DECADE ATTENUATOR 73.50 1B. 64 
AT521/K PRECISION DECADE ATTENUATOR 53.50 1 LB. 64 
‘AT521/2K PRECISION DECADE ATTENUATOR 104.50 1B. 64 
AT521/3K PRECISION DECADE ATTENUATOR 155.50 1 LB, 64 
ATS521/4K PRECISION DECADE ATTENUATOR 205.50 1B. 64 
AT522/k PRECISION DECADE ATTENUATOR 53.50 11 64 
AT522/2k PRECISION DECADE ATTENUATOR 104.50 118: 64 
‘A1522/3K PRECISION DECADE ATTENUATOR 155.50 1 1B. 64 
AT522/4K PRECISION DECADE ATTENUATOR 206.50 118. 64 
AT523/K PRECISION DECADE ATTENUATOR 53.50 118. 64 
AT523/2k PRECISION DECADE ATTENUATOR 104.50 118. ra 
A1523/3K PRECISION DECADE ATTENUATOR 155.50 1B. 64 
AT523/4K PRECISION DECADE ATTENUATOR 206.50 1B. 64 
‘AT524/F PRECISION DECADE ATTENUATOR 53.50 1 LB. 4 
‘AT524/2F PRECISION DECADE ATTENUATOR 104.50 118. 64 
‘AT1524/3F PRECISION DECADE ATTENUATOR 155.50 1 1B, 64 
‘AT524/4F PRECISION DECADE ATTENUATOR, 205.50 1B. 64 
AT525/E PRECISION DECADE ATTENUATOR 53,50 118, 64 
‘A1525/2F PRECISION DECADE ATTENUATOR 104.50 1B. 6 
‘AT525/3F PRECISION DECADE ATTENUATOR 155.50 1 1B. 4 
A1525/4F PRECISION DECADE ATTENUATOR 206.50 1B. 4 


LANGEVIN 
MODEL 


AT526/F 


AT526/3F 
AT526/4F 


ATS27/W 

‘AT527/2W 
‘1527/30 
‘AT527/AW 


AT528/W 

‘AT528/2W 
AT528/3W 
AT528/4W 


ATS29/W 

‘AT529/2W 
A1529/3W 
AT529/4W 


AT613 

AT613/2 
AT613/3. 
AT613/4 


AT616/3 
AT616/4 


AT617/3. 
AT617/4 


A623 
A1623/2 
A1623/3 
AT623/4 


‘AT624/3 
AT624/4 


AT627/4 


DESCRIPTION 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 
PRECISION DECADE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 
TRANSMISSION LINE ATTENUATOR 


PROFESSIONAL 
NET PRICE 


22.75 
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LANGEVIN PROFESSIONAL SHIPPING 


MODEL DESCRIPTION NET PRICE WEIGHT PAGE 
AT629 TRANSMISSION LINE ATTENUATOR 27,00 1LB. 62 
AT629/2 TRANSMISSION LINE ATTENUATOR 51.50 1 LB, 62 
AT629/3 TRANSMISSION LINE ATTENUATOR 76.00 118. 62 
A1629/4 TRANSMISSION LINE ATTENUATOR 100.50 1B. 62 
AT631 TRANSMISSION LINE ATTENUATOR 19.25 1 LB. 62 
AT631/2 TRANSMISSION LINE ATTENUATOR 36.00 1 LB. 62 
AT631/3 TRANSMISSION LINE ATTENUATOR 52.75 TB. 62 
AT631/4 TRANSMISSION LINE ATTENUATOR 69,50 1 LB. 62 
AT632. TRANSMISSION LINE ATTENUATOR 34.00 1 LB, 62 
A1632/2 TRANSMISSION LINE ATTENUATOR 65,50 1 LB. 62 
AT632/3 TRANSMISSION LINE ATTENUATOR 97.00 118, 62 
AT632/4 TRANSMISSION LINE ATTENUATOR 128.50 1B. 62 
AT633 TRANSMISSION LINE ATTENUATOR 34.00 1 LB. 62 
AT633/2 TRANSMISSION LINE ATTENUATOR 65.50 1 LB. 62 
AT633/3 TRANSMISSION LINE ATTENUATOR 97.00 1 LB. 62 
AT633/4 TRANSMISSION LINE ATTENUATOR 128.50 1 LB. 62 
AT634 TRANSMISSION LINE ATTENUATOR 25.00 1B, 62 
AT634/2 TRANSMISSION LINE ATTENUATOR 47.50 1 1B. 62 
AT634, TRANSMISSION LINE ATTENUATOR 70,00 1 LB, 62 
AT634/4 TRANSMISSION LINE ATTENUATOR 92.50 1B, 62 
AT635 TRANSMISSION LINE ATTENUATOR 25.00 1 LB. 62 
AT635/2 TRANSMISSION LINE ATTENUATOR 47.50 1 1B. 62 
AT635/3 TRANSMISSION LINE ATTENUATOR 70.00 1 LB. 62 
A1635/4 TRANSMISSION LINE ATTENUATOR 92.50 1 LB, 62 
AT636, TRANSMISSION LINE ATTENUATOR 50.00 1 LB. 62 
AT636/2 TRANSMISSION LINE ATTENUATOR 97.50 1 LB. 62 
AT636/3 TRANSMISSION LINE ATTENUATOR 145.00 1 LB. 62 
AT636/4 TRANSMISSION LINE ATTENUATOR 192.50 1 LB. 62 
AT637 TRANSMISSION LINE ATTENUATOR 50.00 1 LB, 62 
AT637/2 TRANSMISSION LINE ATTENUATOR 97.50 118. 62 
AT637/3 TRANSMISSION LINE ATTENUATOR 145.00 1 LB. 62 
AT637/4 TRANSMISSION LINE ATTENUATOR 192.50 1 1B. 62 
AT638 TRANSMISSION LINE ATTENUATOR 42.75 1 LB. 62 
A1638/2 TRANSMISSION LINE ATTENUATOR 83.00 1 LB. 62 
A1638/3 TRANSMISSION LINE ATTENUATOR 123,25 1B. 62 
A1638/4 TRANSMISSION LINE ATTENUATOR 163.50: 1 1B. 62 
AT639 TRANSMISSION LINE ATTENUATOR 42.75 1 LB. 62 
AT639/2 TRANSMISSION LINE ATTENUATOR 83.00 1 LB. 62 
AT639/3 TRANSMISSION LINE ATTENUATOR 123.25 1 LB. 62 
AT639/4 TRANSMISSION LINE ATTENUATOR 163.50 1 LB. 62 
AT640. TRANSMISSION LINE ATTENUATOR 50.00 1 LB. 62 
AT640/2 TRANSMISSION LINE ATTENUATOR 97.50 1b, 62 
AT640/3 TRANSMISSION LINE ATTENUATOR 145.00 1 LB. 62 
AT640/4 TRANSMISSION LINE ATTENUATOR 192.50 1 LB. 62 
AT641 TRANSMISSION LINE ATTENUATOR 27.00 1 LB. 62 
AT641/2 TRANSMISSION LINE ATTENUATOR 51.50 1 LB. 62 
AT641/3 TRANSMISSION LINE ATTENUATOR 76.00 1B. 62 
ATO41/4 TRANSMISSION LINE ATTENUATOR 100.50 1b. 62 
ATOA2 TRANSMISSION LINE ATTENUATOR 27.00 118. 62 
AT642/2 TRANSMISSION LINE ATTENUATOR 51.50 1 LB. 62 
A1642/3 TRANSMISSION LINE ATTENUATOR 76.00 1B. 62 
AT642/4 TRANSMISSION LINE ATTENUATOR 100.50 1B. 62 
AT643 TRANSMISSION LINE ATTENUATOR 32.00 1 1B, 62 
AT643/2 TRANSMISSION LINE ATTENUATOR 61,50 1B 62 
AT643/3 TRANSMISSION LINE ATTENUATOR 91.00 1 LB. 62 
AT643/4 TRANSMISSION LINE ATTENUATOR 120.50 1B. 62 
ATO44 TRANSMISSION LINE ATTENUATOR 32.00 1 1B. 62 
AT644/2 TRANSMISSION LINE ATTENUATOR 61.50 118. 62 
AT644/3. TRANSMISSION LINE ATTENUATOR 91.00 1B. 62 
AT644/4 TRANSMISSION LINE ATTENUATOR 120.50 1 LB. 62 
AT645, TRANSMISSION LINE ATTENUATOR 32.00 1 LB. 62 
AT645/2 TRANSMISSION LINE ATTENUATOR 61,50 1 LB, 62 
AT645/3 TRANSMISSION LINE ATTENUATOR 91.00 1 LB. 62 
AT645/4 TRANSMISSION LINE ATTENUATOR 120.50 y 1 LB, 62 
AT646. TRANSMISSION LINE ATTENUATOR 32,00 1 LB, 62 
AT646/2 TRANSMISSION LINE ATTENUATOR 61.50 118. 62 
AT646/3 TRANSMISSION LINE ATTENUATOR 91.00 118 62 
AT646/4 TRANSMISSION LINE ATTENUATOR 120,50 1B 62 
AT647 TRANSMISSION LINE ATTENUATOR 32.00 Tt. 62 
AT647/2 TRANSMISSION LINE ATTENUATOR 61,50 1 LB, 62 
A1647/3 TRANSMISSION LINE ATTENUATOR 91,00 118. 62 
A1647/4 TRANSMISSION LINE ATTENUATOR 120.50 1 LB. 62 
AT648 TRANSMISSION LINE ATTENUATOR 28.50 1 LB. 62 
AT648/2 TRANSMISSION LINE ATTENUATOR 54.50 1 LB. 62 
AT648/3 TRANSMISSION LINE ATTENUATOR 80,50 118. 62 
AT648/4 TRANSMISSION LINE ATTENUATOR 106.50 1 LB. 62 
ATOAP TRANSMISSION LINE ATTENUATOR 54,50 1 62 
AT650 TRANSMISSION LINE ATTENUATOR 54,50 1 62 
AT651 TRANSMISSION LINE ATTENUATOR 54.50 1 62 
AT652 TRANSMISSION LINE ATTENUATOR 23.25 1 62 
AT652/2 TRANSMISSION LINE ATTENUATOR 44,00 1 62 
A1652/3 TRANSMISSION LINE ATTENUATOR 64.75 1 62 
AT652/4 TRANSMISSION LINE ATTENUATOR 85.50 1 62 
AT653 TRANSMISSION LINE ATTENUATOR 66.50 1 LB, 62 
AT655 TRANSMISSION LINE ATTENUATOR 66.50 1 LB. 62 
AT656 TRANSMISSION LINE ATTENUATOR 66.50 TB. 62 
AT657 TRANSMISSION LINE ATTENUATOR 66.50 1B, 62 
AT658 TRANSMISSION LINE ATTENUATOR 66.50 1B, 62 
AT659 TRANSMISSION LINE ATTENUATOR 66.50 1 1B, 62 
AT660 TRANSMISSION LINE ATTENUATOR 66.50 T1LB. 62 
AT661 TRANSMISSION LINE ATTENUATOR 66.50 1 1B. 62 
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aA » STRAIGHT: LINE STE ATTENUATOR 55 
ATZ07/4 ; STRAIGHT'LINE ‘ATTENUAT 55 
e/a STRAIGHT! LINESTER ATTENUATOR 55 
Atv (DENOTES ‘ATTENUATOR-WITH LAST STEP INFINITY. = 
aTQ ‘DENOTES ATTENUATOR WITH GUE POSITION ze 
ARgoo/vu es . YURANGE EXTENDER er 
Angoo/svu: "°° VUIRANGEVEXTENDER’ 
ATXa00/4VU' “> VU/RANGE EXTENDER 61. ®) 
ATX301/VU. . VU'RANGE/EXTENDER' us NS 
ATRa0I/2VU_ «| MU RANGE EXTENDER > hh 
ARGO /svu wi RANGE EXTENDER 6 
ATX301/6VU 4 
ATX303/VU 
Anan/av0 é 
‘ATX303/4VU : 
ANGO/VU 
anaouavy 
ATX304/4VU 
Anos /vu 
i i} 
‘ATX305/3VU! * NDER: 
(ATXS05/AVU! YOIRANGE EXTENDER 
AUGOYU: Vi RANGE EXTENDER 61 
Abeson/aiu. _ > MORANGE'EXTENDER 61 
ATx209/41U ry 
‘ATxSTO/VU 
anciosavy. a 
‘ATRSIO/AVU: “th 
Arif % RANGE:EXTENDER ‘1 
ApaIAy a 
ATBIZAU 
ae i 
ADII/AlU a 
ATRIAL VU:RANGE ‘eRTENDI ; 
ATX3I4/20 UIRANGE renge a 
ATXI4AIU VU RANGE EXTENDER 41, 
ATxB14/41U VU-RANGE EXTENDER ra 
\TX3T5/VU w RANGE EXTENDER 
apat RANGE EXTENDER | a 
ADXSTS/AWU. YO RANGE EXTENDED 4: 
:ATXQIS/AVU" ‘VU! RANGE EXTENDER 8h 
i arvareyou VU:RANGE EXTENDER Oy \ ) 
‘ATS316/20U VU:RANGE'EXTENDER 4 ae 
“ATRB6/2C VU: RANGE EXTENDER 61: 
ATX16/400 VUIRANGE EXTENDER er 
ApaizAy. “VURANGE! EXTENDER F oP 
TXa17/21U: DER. a 6h: 
ApaIZAU e sh 


ATSOIZ/AIU 


LANGEVIN PROFESSIONAL SHIPPING 


MODEL DESCRIPTION NET PRICE WEIGHT PAGE 
ATX318/U ‘VU RANGE EXTENDER 37.25 1 LB. 61 

ATX318/2U VU RANGE EXTENDER 72.00 1 LB. él 

ATX318/3U. VU RANGE EXTENDER 106.75 1 Lb, 6) 

ATX318/4U WU RANGE EXTENDER 141,50. 118. 61 

ATX320/VU VU RANGE EXTENDER 23.25 1 LB. 61 

ATX320/2VU. VU RANGE EXTENDER 44,00 1 1B. 6) 

ATX320/3VU. VU RANGE EXTENDER 64.75 118. 6) 

ATX320/4VU VU RANGE EXTENDER 85.50 1 LB. 61 

ATX321/VU VU RANGE EXTENDER 37.25 118. 61 

ATX321/2VU VU RANGE EXTENDER 72.00 1 LB. 61 

ATX321/3VU VU RANGE EXTENDER 106.75 1B, 61 

ATX321/4VU ‘VU RANGE EXTENDER 141.50 1 1B, 61 

DIN) STEREO PAN POT DIAL 3.00 4OZS. 56 
DN2 STEREO PAN POT DIAL 3.00 4OZs. 57 
D100) (850) DIAL 2,00 4 OZs, Al 

11001 (1960) DIAL 2.00 4OZS, Al 

D1001 (2017) DIAL 2.00 4OZS. 4l 

D101 (2019) DIAL 2.00 4OZS. Al 

1001 (2428) DIAL 2.00 4O7ZS. 4l 

1001 (2429) DIAL 2.00 4OZS. 4) 

D100] (2430) DIAL 2.00 4 OZS. 41 

D1 001 (2431. DIAL 2.00 4OZS. Al 

D1001 (243; DIAL 2.00 4 0Zs. 41 

D100} (2433) DIAL 2.00 402s. 4l 

D100} (2434) DIAL 2.00 4OZS. 4l 

D100} (2435) DIAL 2.00 40Zs. 4) 

1001 (2436) DIAL 2.00 4O7ZS. 4l 

D100) tre DIAL 4 OZS. Al 

D100} (2431 DIAL 4 OZS. 41 

D1002(827) DIAL 2.00 407s. 41 

D1002(62 DIAL 2.00 40Zs. 4) 

D1002(82: DIAL 2,00 4 OZS. Ay 

D1002(843) DIAL 2.00 4OZS. 41 

D1002(2439) DIAL 2.00 4072s. 4l 

DI Hatatha DIAL 2,00 4 OZS. 4) 

Ree DIAL 2.00 40OZS. 4) 

1D1002(2442) DIAL 2,00 40ZS, 4l 

Paes} DIAL 2.00 40OZS. 4) 

D1002(2444) DIAL 2.00 407Zs, 4l 

D1002(2445) DIAL 2.00 407s. 41 

11002(2446) DIAL 2.00 4OZs. Al 

D1002(2447) DIAL 2.00 40O7ZS. Al 

D1002(2448) DIAL 2.00 4 OZS. 4) 

D1002(2449) DIAL 2.00 4 OZS. Al 

D1002(2450) DIAL 2.00 4OZS. 4l 

D1002(2451) DIAL 2.00 4 OZs. 4l 

D1002(2452) DIAL 2.00 4 OZS. 41 

D1002(2453) DIAL 2.00 4 OZSs. Al 

D1002(2454) DIAL 2.00 4O7Zs. 4) 

NOTE: IF NO DIAL IS DESIRED WITH MIXERS OR ATTENUATORS PLEASE SPECIFY; DEDUCT ALLOWANCE OF $1.00 FOR DIAL. 

DS1219 DESIGNATION STRIP 3.00 8 OZs. 34 
Dski2 DESK 300.00 90 LBS. 7 
EQ251A PROGRAM EQUALIZER 00 3 LBS. 48 

EQ252A GRAPHIC EQUALIZER 00 14 LBS. 49 

EQ255A VARIABLE HIGH PASS SOUND EFFECTS FILTER 00 3 LBS. 44 

EQ2558 VARIABLE LOW PASS SOUND EFFECTS FILTER 00 3 LBS. 44 

EQ257A PICK-UP EQUALIZER 00 1B. 45 

EQ258A PANEL MOUNTED PROGRAM EQUALIZER 00 8 LBS. 48 

EQB9A PANEL MOUNTED VARIABLE HIGH & LOW PASS FILTER 00 8 LBS. 44 

£Q260 3000 CYCLE VARIABLE EQUALIZER 00 1 LB. 46 

£Q261 DIALOGUE MUSIC EQUALIZER 00 1 LB. 46 

EQ252 5000 CYCLE VARIABLE EQUALIZER 118. 46 

EQ263. HIGH FREQUENCY VARIABLE EQUALIZER 00 1 LB. 47 

EQ265 LOW FREQUENCY VARIABLE EQUALIZER 60.00 11. 47 

EQ266 HIGH FREQUENCY VARIABLE EQUALIZER 60.00 1 LB. AT 
EQ270A PANEL MOUNTED GRAPHIC EQUALIZER 600.00 16 LBS. 49 
FNIOOH FIXED LOSS PAD 8.00 1/2 LB. 70 
FNIOOT FIXED LOSS PAD 5.00 1/2 1B, 70 
FNB20 BRIDGING PAD 5,00 1/2 LB. 72 
FNB30 BRIDGING PAD 5.00 1/2 1B. 72 
FNB40 BRIDGING PAD 5.00 1/2 1B. 72 
FNH2 MIXER NETWORK 8.00 1/2 18, 68 
FNH3 MIXER NETWORK 10,00 1/2 LB. 68 
FNH4 MIXER NETWORK 12.00 1/2 LB. 68 
FNHS MIXER NETWORK 14,00 1/2 LB. 68 
FNHé MIXER NETWORK 16.00 1/2 LB. 68 
FINH7 MIXER NETWORK 18.00 1/2 LB. 68 
FNH8 MIXER NETWORK 20.00 1/2 LB. 68 
FNH?. MIXER NETWORK 22.00 1/2 1B. 68 
ENHIO MIXER NETWORK 24.00 1/2 LB. 68 
FNHIT MIXER NETWORK 26.00 1/2 LB. 68 
FNHI2 MIXER NETWORK 28.00 1/2 LB. 68 
FNHI3 MIXER NETWORK 30.00 1/2 LB. 68 
ENHI4 MIXER NETWORK 32.00 1/2 LB. 68 
FNHIS MIXER NETWORK 34,00 1/2 1B. 68 

FNHI6 MIXER NETWORK 36.00 1/2 LB. 68 

FNML100 MINIMUM LOSS MATCHING PAD 5.00 1/2 LB. 70 
FNT2 MIXER NETWORK 6.00 1/2 LB. 68 
FNT3 MIXER NETWORK 7.00 1/218. 68 
FNT4 MIXER NETWORK 8.00 1/2 LB. 68 
ENTS MIXER NETWORK 2.00 1/2 LB. 68 
FNT6 MIXER NETWORK 10.00 1/2 LB. 68 


LANGEVIN, PROFESSIONAL SHIPPING 


MODEL DESCRIPTION NET PRICE WEIGHT 
FNI7 MIXER NETWORK 11.00 1/218 
FNT8 MIXER NETWORK 12.00 1/2 LB. 
FNT? MIXER NETWORK 13,00 1/218 
FNTIO MIXER NETWORK 14:00 1/2 1B. 
FNTI MIXER NETWORK 15.00 121. 
FNTI2 MIXER NETWORK 16,00 
FNTI3 MIXER NETWORK 17:00 V3 te 
FNTI4 MIXER NETWORK 18.00 1/2 18. 
FNTIS MIXER NETWORK 19,00 1/2 1B. 
FNTI6 MIXER NETWORK 20.00 172 1B. 
FNVU4 METER BRIDGING MULTIPLIERS 6.00 1/2 LB. 
FNVU6 METER BRIDGING MULTIPLIERS 6,00 1/2 Le. 
FNVUB METER BRIDGING MULTIPLIERS 6,00 1/2 (8. 
FNVUIO METER BRIDGING MULTIPLIERS 6.00 1/2 18. 
FNVUI2 METER BRIDGING MULTIPLIERS 6,00 1/2 LB. 
FNVUI4 METER BRIDGING MULTIPLIERS 6100 128: 
FNVUI6 METER BRIDGING MULTIPLIERS 6,00 1/26. 
FNVUI8 METER BRIDGING MULTIPLIERS 6,00 1/2 LB. 
FNVU20 METER BRIDGING MULTIPLIERS 6.00 1/2 1B, 
FNVU22 METER BRIDGING MULTIPLIERS 6.00 1/2 1B 
FNVU24 METER BRIDGING MULTIPLIERS 6.00 1/2 Le: 
FNWU25 METER BRIDGING MULTIPLIERS 6.00 2: 
FNVU28 METER 8RIDGING MULTIPLIERS 6.00 1/218. 
FNVU30 METER BRIDGING MULTIPLIERS 6,00 1/2 1B. 
FNVU40 METER BRIDGING MULTIPLIERS 8.00 1/2 LB. 
FNVU4S METER BRIDGING MULTIPLIERS 10.00 1/2 1B. 
FNVUA7 METER BRIDGING MULTIPLIERS 12.00 12. 
FNVUSO METER BRIDGING MULTIPLIERS 14,00 1/2 1B. 
FP5032 FRONT PANEL 9.00 1/2 LB. 
FIM4 TAPPED "T" MULTIPLIERS 10,00 1/28 
FIMI2 TAPPED "T* MULTIPLIERS 15.00 1/2 1B 
GC(MODEL)EZ ESCUTCHEON 5,50 402. 
GC(MODEL)E3 ESCUTCHEON 6.00 402. 
GC (MODEL) ES ESCUTCHEON 6.50 402. 
GC(MODEL)ES ESCUTCHEON 7:00 40z. 
GC(MODEL)ES ESCUTCHEON 4,50 402z. 
GC(MODEL)EW ESCUTCHEON 4.50 402. 
GC315 GRID CONTROL POTENTIOMETER 19.50 1 LB, 

GC315/2 GRID CONTROL POTENTIOMETER 36.50 1 LB. 
GC315/3 GRID CONTROL POTENTIOMETER 53.50 1 LB. 
GC315/4 GRID CONTROL POTENTIOMETER 70.50 1B. 
Gcal9 GRID CONTROL POTENTIOMETER 21.50 118. 
6319/2 GRID CONTROL POTENTIOMETER 40.50 1B. 
6C319/3 GRID CONTROL POTENTIOMETER 59.50 11. 
GC319/4 GRID CONTROL POTENTIOMETER 78.50 118. 
GC333 GRID CONTROL POTENTIOMETER 11.00. 1 LB. 
6C333/2 GRID CONTROL POTENTIOMETER 19.50 1 LB. 
6C333/3 GRID CONTROL POTENTIOMETER 28.00 1 1B. 
GE333/4 GRID CONTROL POTENTIOMETER 36.50 1B: 
Gc334 GRID CONTROL POTENTIOMETER 12,00 1 LB, 
6C334/2 GRID CONTROL POTENTIOMETER 21.50 118, 
GC334/3 GRID CONTROL POTENTIOMETER 31.00 168. 
6C334/4 GRID CONTROL POTENTIOMETER 40.50 1 

C335 GRID CONTROL POTENTIOMETER 13.25 1 LB. 
6C335/2 GRID CONTROL POTENTIOMETER 24:00 1B. 
6C335/3 GRID CONTROL POTENTIOMETER 34.75 1B, 
6335/4 GRID CONTROL POTENTIOMETER 45.50 1B, 
C337 GRID CONTROL POTENTIOMETER 19.75 1 LB. 
6C337/2 GRID CONTROL POTENTIOMETER 37,00 1B. 
6C337/3 GRID CONTROL POTENTIOMETER 54125 1B 
GC337/4 GRID CONTROL POTENTIOMETER 71.50 1B. 
6C338 GRID CONTROL POTENTIOMETER 19.75 1b. 
GC338/2 GRID CONTROL POTENTIOMETER 37.00 1 LB. 
GC338/3 GRID CONTROL POTENTIOMETER 54.25 1 1B, 
6c338/4 GRID CONTROL POTENTIOMETER 71.50 1B. 
Go339 GRID CONTROL POTENTIOMETER 29.75 118. 
6C339/2 GRID CONTROL POTENTIOMETER 57,00 118. 
6339/3 GRID CONTROL POTENTIOMETER 84,25 1 LB. 
6339/4 GRID CONTROL POTENTIOMETER 11:50 1B 
Gua GRID CONTROL POTENTIOMETER 13.25 1B. 
GC349/2 GRID CONTROL POTENTIOMETER 24,00 118. 
6349/3 GRID CONTROL POTENTIOMETER 34:75 11 
GC349/4 GRID CONTROL POTENTIOMETER 45.50 1B: 
GC351 GRID CONTROL POTENTIOMETER 25,25 118, 
GC351/2 GRID CONTROL POTENTIOMETER 48,00 1B. 
GC351/3 GRID CONTROL POTENTIOMETER 70.75 1 Lb, 
GC351/4 GRID CONTROL POTENTIOMETER 93:50 VB. 
C355 GRID CONTROL POTENTIOMETER 25.25 118, 
GC355/2 GRID CONTROL POTENTIOMETER 48.00 1 LB, 
GC355/3 GRID CONTROL POTENTIOMETER 70.75 1B. 
G6C355/4 GRID CONTROL POTENTIOMETER 93.50 1 LB, 
Gcas7 GRID CONTROL POTENTIOMETER 13,25 1 1B, 
6C357/2 GRID CONTROL POTENTIOMETER 24°00 1 1B. 
60357/3 GRID CONTROL POTENTIOMETER 34.75 1 LB. 
GC357/4 GRID CONTROL POTENTIOMETER 45.50 1B 
6c359 GRID CONTROL POTENTIOMETER 25.25 118. 
GC359/2 GRID CONTROL POTENTIOMETER 48,00 11. 
GC359/3 GRID CONTROL POTENTIOMETER 70,75 118, 
GC359/4 GRID CONTROL POTENTIOMETER 93.50 1B. 
C361 GRID CONTROL POTENTIOMETER 13.25 1b. 
GC361/2 GRID CONTROL POTENTIOMETER 24:00 1B. 
6C361/3 GRID CONTROL POTENTIOMETER 34.75 1B. 
GCHI/4 GRID CONTROL POTENTIOMETER 45.50 1B. 
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HOO EL DISCRETION NET PRICE WEIGHT PAGE 
GC363 GRID CONTROL POTENTIOMETER 25.25 1 LB, 65 
GC363/2 GRID CONTROL POTENTIOMETER 48.00 1 LB. 65 
66363/3 GRID CONTROL POTENTIOMETER 70.75 118. 65 
GC363/4 GRID CONTROL POTENTIOMETER 93.50 1B. 65 
C367 GRID CONTROL POTENTIOMETER, 28.75 1 LB. 65 
G6C367/2 GRID CONTROL POTENTIOMETER, 55.00 118, 65 
6367/3 GRID CONTROL POTENTIOMETER 81.25 1 LB. 65 
GC367/4 GRID CONTROL POTENTIOMETER 107.50 118. 65 
C369 GRID CONTROL POTENTIOMETER 19.75 TL. 65 
GC369/2 GRID CONTROL POTENTIOMETER 37.00 1 1B ri 
G6C369/3 GRID CONTROL POTENTIOMETER 54.25 11. 65 
6369/4 GRID CONTROL POTENTIOMETER 71.50 1B. 65 
GC371 GRID CONTROL POTENTIOMETER 28.75 1 LB. 65 
GC371/2 GRID CONTROL POTENTIOMETER. 55.00 1B, 65 
GC371/3 GRID CONTROL POTENTIOMETER 81.25, 1 LB, 65 
GC371/4 GRID CONTROL POTENTIOMETER. 107.50 1B, 65 
ca73 GRID CONTROL POTENTIOMETER 19.75 1 LB, 65 
GC373/2 GRID CONTROL POTENTIOMETER, 37.00 1 1B. 65 
GC373/3 GRID CONTROL POTENTIOMETER, 54,25 1B. 65 
G6C373/4 GRID CONTROL POTENTIOMETER 71.50 118, 65 
Gc375 GRID CONTROL POTENTIOMETER 28.75 1 LB, 65 
GC375/2 GRID CONTROL POTENTIOMETER 55.00 118 65 
GC375/3 GRID CONTROL POTENTIOMETER 81.25 1 1B, 65 
GC375/4 GRID CONTROL POTENTIOMETER, 107.50 1 LB. 65 
GC377 GRID CONTROL POTENTIOMETER 19.75 1 LB, 65 
GC377/2 GRID CONTROL POTENTIOMETER. 37.00 1 1B. 65 
GC377/3 GRID CONTROL POTENTIOMETER 54.25 1b. 65 
GC377/4 GRID CONTROL POTENTIOMETER 71.50 1B. 65 
Gc379 GRID CONTROL POTENTIOMETER 28.75 1 LB, 65 
GC379/2 GRID CONTROL POTENTIOMETER 55.00 1 LB. 65 
GC379/3 GRID CONTROL POTENTIOMETER 81.25 118 65 
GC379/4 GRID CONTROL POTENTIOMETER 107.50 118 65 
GcC383 GRID CONTROL POTENTIOMETER, 28.75 1 LB. 65 
GC383/2 GRID CONTROL POTENTIOMETER. 55,00 1 LB. 65 
GC383/3 GRID CONTROL POTENTIOMETER 81.25 1 LB. 65 
GC383/4 GRID CONTROL POTENTIOMETER, 107.50 1 1B, 65 
Gc385 GRID CONTROL POTENTIOMETER, 19.75 1 LB, 65 
GC385/2 GRID CONTROL POTENTIOMETER 37.00 1 LB. 65 
G6C385/3 GRID CONTROL POTENTIOMETER, 54,25 1 LB. 65 
GC385/4 GRID CONTROL POTENTIOMETER 71.50 118, 65 
Gc387 GRID CONTROL POTENTIOMETER 28.75 65 
GC387/2 GRID CONTROL POTENTIOMETER. 55.00 65 
GC387/3 GRID CONTROL POTENTIOMETER 81.25 65 
GC387/4 GRID CONTROL POTENTIOMETER, 107.50 65 
GC391 GRID CONTROL POTENTIOMETER 38.75 65 
GC391/2 GRID CONTROL POTENTIOMETER 75.00 5 
GC391/3 GRID CONTROL POTENTIOMETER, 111.25 6 
GC391/4 GRID CONTROL POTENTIOMETER. 147.50 65 
C400 STRAIGHT LINE STEP GRID POTENTIOMETER 34.00 55 
GCA400/2 STRAIGHT LINE STEP GRID POTENTIOMETER 68.00 55 
GC400/3 STRAIGHT LINE STEP GRID POTENTIOMETER 102.00 55 
GC400/4 STRAIGHT LINE STEP GRID POTENTIOMETER 136.00 55 
GC400/6 STRAIGHT LINE STEP GRID POTENTIOMETER 204.00 55 
G42 STRAIGHT LINE STEP GRID POTENTIOMETER 58.00 55 
GC402/2 STRAIGHT LINE STEP GRID POTENTIOMETER 116.00 55 
GC402/3 STRAIGHT LINE STEP GRID POTENTIOMETER 174.00 55 
GC402/4 STRAIGHT LINE STEP GRID POTENTIOMETER 232,00 55 
GC402/6 STRAIGHT LINE STEP GRID POTENTIOMETER 348.00 55 
C404 STRAIGHT LINE STEP GRID POTENTIOMETER 40.00 1 LB. 55 
GC404/2 STRAIGHT LINE STEP GRID POTENTIOMETER 80,00 1 1B, 55 
GC404/3 STRAIGHT LINE STEP GRID POTENTIOMETER 120.00 1B. 55 
GC404/4 STRAIGHT LINE STEP GRID POTENTIOMETER 160.00 1 LB. 55 
GC404/6 STRAIGHT LINE STEP GRID POTENTIOMETER 240.00 1B. 55 
GC406 STRAIGHT LINE STEP GRID POTENTIOMETER 70.00 1B. 55 
GC406/2 STRAIGHT LINE STEP GRID POTENTIOMETER 140.00 1 LB, 55 
GC406/3 STRAIGHT LINE STEP GRID POTENTIOMETER 210.00 1 1B, 55 
GCA06/4 STRAIGHT LINE STEP GRID POTENTIOMETER 280.00 1 LB, 55 
GC406/6 STRAIGHT LINE STEP GRID POTENTIOMETER 420.00 1 LB. 55 
Gcy GRID POTENTIOMETER WITH LAST STEP INFINITY NO CHARGE - -- 
Gca GRID POTENTIOMETER WITH CUE POSITION SEE "Q" PRICES -— --- 
P40 FIXED HIGH PASS FILTER 45.00 1 LB, 45 
HP50 FIXED HIGH PASS FILTER 45.00 118, 45 
HP70 FIXED HIGH PASS FILTER 45.00 1 LB. 45 
HP100 FIXED HIGH PASS FILTER 45.00 1 1B, 45 
INP-A INPUT PANEL 35.00 1 1B. 28 
IINP-B INPUT PANEL 51.00 1 LB. 2B 
INP-E INPUT PANEL 27.00 11. 2B 
INP-G INPUT PANEL 40,00 1 LB. 26 
INP-H INPUT PANEL 27.00 1B. 29 
INP-J INPUT PANEL 15.00 1 LB. 29 
INP-K INPUT PANEL 22.50 1B. 26 
INP-L INPUT PANEL 19.50 1 1B. 2 
INP-M INPUT PANEL 27.00 1 LB. 26 
INP-R INPUT PANEL 33.00 11. 29 
INP-Q INPUT PANEL 35.00 118. 29 
J1399AN JACK 1.20 1/4 1B. 35 
J13998N. JACK 1.40 1/4 1B. 35 
IZA JACK 1.40 1/4 LB. 35 
I7B JACK 1.60 1/4 1B. 35 


LANGEVIN’ at PROFESSIONAL SHIPPING: ; 
‘MODEL “DESCRIETION: ‘NET PRICE: . : WEIGHT, ‘PAGE 


JS7I60. JACK STRIP 
aS7iél: JAGK STRIP et 
as7elB JACK STRIP 34 - 
AS71828: DAGK STRIP: 34 ~, 
37190 SPAGER STRIP 35 Soba 
JS7191: DESIGNATION :SPAGER STRIP 35 
as7192. JACK 3 
35: 
0 
46. 
40, 
B 
36 
7% 
36: 
36: 
36 
36, 
36. 
36 
KYIO44F2N: ‘KEY. 36, 
KynosG ‘KEY: 88 
(RYIOMGN: KEY. 38. 
KY1045H: KEY. 36. 
KYTOMHNE KEY. 38 
IRYAOSAH2N: KEY, 38 
& ys ee 
f A/4ibB, ; 
‘KEY 1/4 16BS 38; 
'KEY 6 
KEY. 
KEY ay. 
KEY. 36. 
oe . 36 
AREY. 36. 
KEY, 36. 
“KEY. 36 
KEY. 38 
KEY. 36 
‘KEY. 38, « 
“KEY- ed 
AS 
45: 
ot 
a 
MELOB: MONNNG ERNE % 
(MP50101 MOUNTING FRAME 7 
\G7A- jodie oNIGR Pp 3x 
MGBA tenes :GROUP Ty 
MPLA : 29 
MPI6 V4 
MPI7_ 12: 
MPSIB a3 
MP32A, cd 
sia s 
MPSA 33 
“MPB5A: a: 
MPSA: 33 
(MPRA, 3. 
MATR5O5: 1: 
‘MIRO? a9 
MX(MODELED 55 
MX(MODEDES 55 
MX(MODELDES- 55 
MX(MODELIES 55 
(MX(MODELES “5g! 
MX MODEQEY 5 
D — 
MX100 55 
«MAX 100/2 55° 
:100/3 ‘MIXER NUATOR 55, 
MX100/4 IXER ATTENUATOR 55 
MX100/5 MIXER ATTENUATOR 5 
MX10) IXER ATTENUATOR: 55 
‘MXx101/2 XE ‘ATTENUATOR 55 
MXIOI/3 A MI TTENUATOR 55 
yxio/ STRAIGHT MER ATTENUATOR 55 
atid ‘STRAIGHT LINE(MIXER ATTENUATOR 55 
‘axi02 STRAIGHT: LINE MIXER ATTENUATOR 55 
MX102/2 STRAIGHT: LINE MIXER ‘ATTENUATOR aig /2its. 55 
_MX102/3 STRAIGHT: WXER- ATTENUATOR 1 1/2:1Bs. 55 : 5 
AAR LOUS STRAIGHT LINE MIXER ATTENUATOR Vata. 55 Ne 
Mx102/6 ‘STRAIGHT LINE MIXER ATTENUATOR "20s: 55 A 
MXT63 3 STRAIGHT LINEMIXER ATTENUATOR 1 8B 5 
103/2 STRAIGHT LINE MIXER ATTENUATOR a afias,. 55 
MXx109/3 STRAIGHT:LINE MIXER ATTENUATOR Vas. 55 
Mx103/4 ‘STRAIGHT LINE MIXER ATTENUATOR ~ 2 LBS. 55 
MX103/5 STRAIGHT: EINEMIXER ATTENUATOR 2 LBs. 55 


LANGEVIN PROFESSIONAL SHIPPING 


MODEL DESCRIPTION NET PRICE WEIGHT PAGE 
Mx104 STRAIGHT LINE MIXER ATTENUATOR 57.75 1 LB. 55 
MX104/2 STRAIGHT LINE MIXER ATTENUATOR 115.50 1 1/2iBs. 55 
MX104/3 STRAIGHT LINE MIXER ATTENUATOR 173.25 11/2 1Bs. 55 
MX104/4 STRAIGHT LINE MIXER ATTENUATOR 231.00 2 LBs. 55 
MX104/6 STRAIGHT LINE MIXER ATTENUATOR 346.50 2 LBS. 55 
MX106 STRAIGHT LINE MIXER ATTENUATOR 47.00 1 LB, 55 
MX106/2 STRAIGHT LINE MIXER ATTENUATOR 94.00 1 1/2ies. 55 
MX106/3 STRAIGHT LINE MIXER ATTENUATOR 141.00 11/208s. 55 
MX106/4 STRAIGHT LINE MIXER ATTENUATOR 188.00 2 LBS. 55 
MX106/6 STRAIGHT LINE MIXER ATTENUATOR 282.00 2 LBs. 55 
Mx107 STRAIGHT LINE MIXER ATTENUATOR 55.75 1 LB. 55 
MxX107/2 STRAIGHT LINE MIXER ATTENUATOR 11.50 1 1/28s. 55 
Mx107/3 STRAIGHT LINE MIXER ATTENUATOR 167.25 1 1/2tes. 55 
MxX107/4 STRAIGHT LINE MIXER ATTENUATOR 223.00 2 LBS. 55 
MxX107/5 STRAIGHT LINE MIXER ATTENUATOR 334.50 2 LBs. 55 
MxaT STRAIGHT LINE MIXER ATTENUATOR 50.00 1 LB. 55 
MX111/2 STRAIGHT LINE MIXER ATTENUATOR 100.00 1 1/2Bs. 55 
MX111/3 STRAIGHT LINE MIXER ATTENUATOR 150,00 1 1/2 18S. 55 
MXIII/4 STRAIGHT LINE MIXER ATTENUATOR 200,00 2 LBS. 55 
MX111/6 STRAIGHT LINE MIXER ATTENUATOR 300.00 2 LBs. 55 
Mx112 STRAIGHT LINE MIXER ATTENUATOR 56.00 1 LB, 55 
MX112/2 STRAIGHT LINE MIXER ATTENUATOR 112,00 1 1/21es. 55 
MX112/3 STRAIGHT LINE MIXER ATTENUATOR 168,00 1 1/21Bs, 55 
MX112/4 STRAIGHT LINE MIXER ATTENUATOR 224.00 2 LBS. 55 
MX112/6 STRAIGHT LINE MIXER ATTENUATOR 336.00 2 LBs. 55 
MX113 STRAIGHT LINE MIXER ATTENUATOR 42.00 1 LB. 55 
MX113/2 STRAIGHT LINE MIXER ATTENUATOR 84.00 11/2Bs. 55 
MX113/3 STRAIGHT LINE MIXER ATTENUATOR 126.00 11/218, 55 
Mx113/4 STRAIGHT LINE MIXER ATTENUATOR 168.00 2 LBS. 55 
MX113/6 STRAIGHT LINE MIXER ATTENUATOR 252,00 2 (Bs. 55 
Mx114 STRAIGHT LINE MIXER ATTENUATOR 57.75 1 LB. 55 
MX114/2 STRAIGHT LINE MIXER ATTENUATOR 115.50 1 1/2iBs. 55 
MX114/3 STRAIGHT LINE MIXER ATTENUATOR 173.25 1 1/21Bs. 55 
MX114/4 STRAIGHT LINE MIXER ATTENUATOR 231.00 2 LBs. 55 
MX114/6 STRAIGHT LINE MIXER ATTENUATOR 346.50 2 LBs 55 
MX115 STRAIGHT LINE MIXER ATTENUATOR 32.00 1 LB. 55 
MX115/2 STRAIGHT LINE MIXER ATTENUATOR 84.00 1 1/21Bs. 55 
Mx115/3 STRAIGHT LINE MIXER ATTENUATOR 96.00 1 1/21Bs. 55 
MX115/4 STRAIGHT LINE MIXER ATTENUATOR 128.00 2 LBs. 55 
MX115/6 STRAIGHT LINE MIXER ATTENUATOR 192.00 2 LBS. 55 
MXI17 STRAIGHT LINE MIXER ATTENUATOR 38.00 1 LB. 55 
MX117/2 STRAIGHT LINE MIXER ATTENUATOR 76.00 1 1/2ies. 55 
MX117/3 STRAIGHT LINE MIXER ATTENUATOR 114.00 1 1/21Bs. 55 
MX117/4 STRAIGHT LINE MIXER ATTENUATOR 152.00 2 LBs. 55 
MX117/6 STRAIGHT LINE MIXER ATTENUATOR 228.00 2 LBs. 55 
Mxn18 STRAIGHT LINE MIXER ATTENUATOR 68.00 1 LB. 55 
MX118/2 STRAIGHT LINE MIXER ATTENUATOR 136,00 1 1/2tBs. 55 
MX118/3 STRAIGHT LINE MIXER ATTENUATOR 204.00 1 1/2tes, 55 
MX118/4 STRAIGHT LINE MIXER ATTENUATOR 272.00 2 LBS. 55 
MX118/6 STRAIGHT LINE MIXER ATTENUATOR 408.00 2 LBS. 55 
Mx120 STRAIGHT LINE MIXER ATTENUATOR 40.00 1 LB. 55 
MxX120/2 STRAIGHT LINE MIXER ATTENUATOR 80.00 1 1/2tes. 55 
MX120/3 STRAIGHT LINE MIXER ATTENUATOR 120,00 1 1/2tes. 55 
MX120/4 STRAIGHT LINE MIXER ATTENUATOR 160,00 2 (BS. 55 
Mx120/6 STRAIGHT LINE MIXER ATTENUATOR 240.00 2 Bs. 55 
Mx121 STRAIGHT LINE MIXER ATTENUATOR 70.00 1 LB, 55 
MxX121/2 STRAIGHT LINE MIXER ATTENUATOR 140,00 1 1/2tas. 55 
MX121/3 STRAIGHT LINE MIXER ATTENUATOR 210.00 1 1/218s. 55 
MX121/4 STRAIGHT LINE MIXER ATTENUATOR 280.00 2 LBS. 55 
Mx121/6 STRAIGHT LINE MIXER ATTENUATOR 420.00 2 LBs. 55 
MXx124 STRAIGHT LINE MIXER ATTENUATOR 45.00 1 LB. 55 
MX124/2 STRAIGHT LINE MIXER ATTENUATOR 90.00 1 1/2tes, 55 
MX124/3 STRAIGHT LINE MIXER ATTENUATOR 135,00 1 1/2ies. 55 
MX124/4 STRAIGHT LINE MIXER ATTENUATOR 180,00 2 LBS. 55 
MX124/6 STRAIGHT LINE MIXER ATTENUATOR 270.00 2 LBS. 55 
Mx201 ROTARY MIXER ATTENUATOR 15.75 1 LB. 60 
MX201/2 ROTARY MIXER ATTENUATOR 29.00 1 LB. 60 
MX201/3 ROTARY MIXER ATTENUATOR 42.25 1 1B. 60 
MX201/4 ROTARY MIXER ATTENUATOR 55.50 1 LB. 60 
MXx202 ROTARY MIXER ATTENUATOR 32.25 1 LB. 60 
MX202/2 ROTARY MIXER ATTENUATOR 62.00 1 LB, 60 
MX202/3 ROTARY MIXER ATTENUATOR N75 1 LB. 60 
MX202/4 ROTARY MIXER ATTENUATOR 121.50 1 LB. 60 
Mx203 ROTARY MIXER ATTENUATOR 25.50 1 Le. 60 
MX203/2 ROTARY MIXER ATTENUATOR 48.50 1 1B. 60 
MX203/3 ROTARY MIXER ATTENUATOR 71.50 1 LB. 60 
MX203/4 ROTARY MIXER ATTENUATOR 94,50 1 LB. 60 
Mx204 ROTARY MIXER ATTENUATOR 43.00 1 LB. 60 
MX 204/72 ROTARY MIXER ATTENUATOR 83,50 1 1B. 60 
MX 204/3 ROTARY MIXER ATTENUATOR 124:00 1 1B. 60 
MX204/4 ROTARY MIXER ATTENUATOR 164.50 1 LB 60 
MX205 ROTARY MIXER ATTENUATOR 34.00 1 LB, 60 
MX205/2 ROTARY MIXER ATTENUATOR 65.50 1 LB. 60 
MX205/3 ROTARY MIXER ATTENUATOR 97.00 1 LB. 60 
MX 205/4 ROTARY MIXER ATTENUATOR 128.50 1 LB. 60 
MX206 ROTARY MIXER ATTENUATOR 23.50 1 LB. 60 
MX206/2 ROTARY MIXER ATTENUATOR 44:50 1 LB. 60 
MX206/3 ROTARY MIXER ATTENUATOR 65.50 1 LB. 60 
MX206/4 ROTARY MIXER ATTENUATOR 86.50 1 LB. 60 
Mx207 ROTARY MIXER ATTENUATOR 23.50 1 LB. 60 
Mx207/2 ROTARY MIXER ATTENUATOR 44/50 1 LB. 60 
MX207/3 ROTARY MIXER ATTENUATOR 65.50 1 LB. 60 
MX207/4 ROTARY MIXER ATTENUATOR 36.50 1 1B. 60 
Mx208 ROTARY MIXER ATTENUATOR 41.00 1 LB. 60 
MX 208/2 ROTARY MIXER ATTENUATOR 79.50 1 LB. 60 
MX208/3 ROTARY MIXER ATTENUATOR 118.00 1B. 60 
MxX208/4 ROTARY MIXER ATTENUATOR 156.50 1 60 
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LANGEVIN: PROFESSIONAL SHIPPING 


MODEL DESCRIPTION NET PRICE WEIGHT PAGE 
PC1369-1 PATCH CORDS ONLY 50 1 LB. 33 
PC1369-2 PATCH CORDS ONLY 00 1B. 33 
PC1369-3 PATCH CORDS ONLY 50 1 LB. 33 
PC1369-4 PATCH CORDS ONLY ‘00 1 LB. 33 
PC1369-5 PATCH CORDS ONLY 0 1 1B. 33 
PC1369-6 PATCH CORDS ONLY ‘00 118. 33 
PC7107-1 PATCH CORDS WITH TIP RING & SLEEVE SINGLE RING 9.50 1 1/2 LBs. 33 
PC7107-2 PATCH CORDS WITH TIP RING & SLEEVESINGLERING 10.00 1 1/2 18s. 33 
PC7107-3 PATCH CORDS WITH TIP RING & SLEEVE SINGLE RING 10.50 11/2 LBs. 33 
PC7107-4 PATCH CORDS WITH TIP RING & SLEEVE SINGLE RING 11.00 11/2 LBs. 33 
PC7107-5 PATCH CORDS WITH TIP RING & SLEEVE SINGLE RING 11,50 11/2 LBs. 33 
PC7107-6 PATCH CORDS WITH TIP RING & SLEEVE SINGLE RING 12.00 11/2 1s. 33 
PLIA PILOT LIGHT ASSEMBLY 3.00 218s. 29 
PS205C POWER SUPPLY 330,00 70 LBS. 22 
PS2I7A POWER SUPPLY 330.00 60 LBs. 13 
PS21BA POWER SUPPLY 180,00 BLBS. 13 
PS219A POWER SUPPLY 90.00 2 LBS. 13 
PS5206 POWER SUPPLY 220,00 18 LBs. 22 
PS520BA, POWER SUPPLY 160,00 7 LBS. 22 
Q CUE POSITION ~ ROTARY ATTENUATORS 
SINGLE CUE POSITION ~ ROTARY ATTENUATORS 3.00 --- 
TWO GANG GUE POSITION - ROTARY ATTENUATORS 6.00 oo 
THREE GANG. GUE POSITION - ROTARY ATTENUATORS 9.00 
FOUR GANG CUE POSITION - ROTARY ATTENUATORS 12,00 
SINGLE CUE POSITION - STRAIGHT LINE ATTENUATORS 5.00 o- 

TWO GANG GUE POSITION - STRAIGHT LINE ATTENUATORS. 10.00 —_ 
THREE GANG CUE POSITION - STRAIGHT LINE ATTENUATORS 15,00 -— 
FOUR GANG GUE POSITION - STRAIGHT LINE ATTENUATORS 20100 === 
SIX GANG CUE POSITION - STRAIGHT LINE ATTENUATORS 30,00 _ 

NOTE: ADD CUE POSITION PRICE TO UNIT PRICE OF MIXER OR ATTENUATOR 
RC76 RACK CABINET 12 LBs. 12 
RC612 RACK CABINET 9 LBs. 12 
RP3IDG INSTRUMENT RACK PANEL 1 1/4 (Bs. 33 
RPSILG INSTRUMENT RACK PANEL 11/4 LBS. 33 
RPSIU INSTRUMENT RACK PANEL 1 1/4 Les. 33 
RP320G INSTRUMENT RACK PANEL 1 1/2 LBs. 33 
RP32LG INSTRUMENT RACK PANEL 11/2 LBs. 33 
RPS2U INSTRUMENT RACK PANEL 11/2 18S. 33 
RP33DG INSTRUMENT RACK PANEL 2 1/4 Les. 33 
RPGILG INSTRUMENT RACK PANEL 2 1/4 (Bs. 33 
RP33U INSTRUMENT RACK PANEL 2 1/4 LBs. 

RP3ADG INSTRUMENT RACK PANEL 6.75 3 1/2 LBs. 33 
RP34LG INSTRUMENT RACK PANEL 6.75 3 1/2 LBs. 

RPSAU INSTRUMENT RACK PANEL 6.25 31/2 LBs. 33 
RP3SDG INSTRUMENT RACK PANEL 7.00 4 1/4 LBs. 33 
RP35LG INSTRUMENT RACK PANEL 7.00 4 1/4 LBs 33 
RPSSU INSTRUMENT RACK PANEL 6.50 4 1/4 LBs. 33 
RP36DG INSTRUMENT RACK PANEL 7.25 5 1/2 18s. 33 
RPSSLG INSTRUMENT RACK PANEL 7.25 5 1/2 LBs. 33 
RP36U INSTRUMENT RACK PANEL 6.75 5 1/2 18s. 33 
RP37DG INSTRUMENT RACK PANEL 7.50 6 LBs. 33 
RP37LG INSTRUMENT RACK PANEL 7.50 6 LBs. 33 
RP37U INSTRUMENT RACK PANEL 7.00 6 LBS. 33 
RP3EDG INSTRUMENT RACK PANEL 7.75 7 (BS. 33 
RP3BLG INSTRUMENT RACK PANEL 7.75 7 LBs. 33 
RP38U INSTRUMENT RACK PANEL 7.25 7 LBS. 33 
RPP2 ROTARY PAN POT 0.00 1 LB, 56 
RPP3 ROTARY PAN POT 51.00 1 LB, 37 
sipp2 STRAIGHT LINE PAN POT 72,00 118. 56 
SLPP3 STRAIGHT LINE PAN POT 115.00 11/2 LBs. 57 
SLPP2E ESCUTCHEON 4.50 4.028. 56 
SLPPSE ESCUTCHEON 5.50 4 OZ5. 57 
TF1008 POWER TRANSFORMER 42.00 18 LBS, 74 
TFIOIE POWER TRANSFORMER 50,00 13 LBs. 74 
TFIO2A POWER TRANSFORMER 40.00 6 1/2 LBs. 74 
TF105B POWER TRANSFORMER 50.00 15 LBS, 74 
TFIO6B POWER TRANSFORMER 39.00 6 1/2 LBS. 74 
TF1076 POWER TRANSFORMER 50,00 13 LBs. 74 
TF108C POWER TRANSFORMER 18,00 5 LBS. 74 
TEUNB POWER TRANSFORMER 36,00 41/2 LBs. 74 
TF)128 POWER TRANSFORMER 40.00 7 3/4 LBs: 74 
TFI6A POWER TRANSFORMER 30,00 4 5 1/2 Les 4 
TRIIZA POWER TRANSFORMER 72,00 18 LBs. 7 
TFII8A POWER TRANSFORMER 39.00 6 1/2 LBs. 7 
TFLI9A POWER TRANSFORMER 7.00 4 LBs 7 
1F120B POWER TRANSFORMER (OBS.-USE TF102C) 

TF120C POWER TRANSFORMER 50.00 4 Ls. 74 
TF129A OUTPUT TRANSFORMER 21.00 1 1/4 LBs. 75 
1F1328 INPUT TRANSFORMER 27.00 1/2 1B, 7% 
1F2008 FILTER REACTOR 36.00 7 18s. 77 
TE201A FILTER REACTOR 40,00 2 1/4 LBs. 7 
TF202A FILTER REACTOR 18.00 2 3/4 LBS. 77 
TF2044 FILTER REACTOR 27.00 41/2 1s. 7 

TF205A FILTER REACTOR 18.00 4 1/2 LBS. 7 
TF2UA FILTER REACTOR 27.00 6 1/2 LBs. 7 
TF2124 FILTER REACTOR 27.00 6 1/2 LBs. 7 
TF213A FILTER REACTOR 18,00 4 1/2 LBs. 7 
TF215A FILTER REACTOR 36.00 5 1/4 LBs. 7 
TF216A FILTER REACTOR 45.00 7 LBS. 7 
TF2I7A FILTER REACTOR 75.00 26 LBS. 77 
TF218A FILTER REACTOR 27.00 6 1/2 LBs 77 
WSK FILTER REACTOR 21.00 41/2 (BS 77 


LANGEVIN PROFESSIONAL SHIPPING 


‘MODEL DESCRIPTION NET PRICE WEIGHT PAGE 
TF220A FILTER REACTOR 21.00 21/2185. 77 
TF308A ‘OUTPUT TRANSFORMER 36,00 4 75 
TF3IIC OUTPUT TRANSFORMER 45,00 4 75 
TF3I3A OUTPUT TRANSFORMER 45.00 1 75 
TF3I4A, OUTPUT TRANSFORMER 40.00 4 75 
TF316A ‘QUTPUT TRANSFORMER 90.00 75 
TESI7ZA OUTPUT TRANSFORMER 50.00 6 75 
TF320C * OUTPUT TRANSFORMER 27.00 4 5 
TF321B OUTPUT TRANSFORMER = 27,00 1 75 
13228 OUTPUT TRANSFORMER 27.00 75 
TF400D INPUT TRANSFORMER 18,00 % 
TF4018 INPUT TRANSFORMER 16.00 % 
T4028 INPUT TRANSFORMER 18,00 % 
TR4O8A INPUT TRANSFORMER 20.00 7% 
TF4088 INPUT TRANSFORMER 39.00 1 7% 
TF408D INPUT TRANSFORMER 30.00 % 
TF4128 INPUT TRANSFORMER 22,50 % 
TFAISA INPUT TRANSFORMER 30.00 1 76 
TF602C LINE ISOLATION TRANSFORMER 39.00 3 77 
TF605B LINE TO VOICE COIL TRANSFORMER 21,00 4 5 
TF606A BRIDGING TRANSFORMER 45,00 3 77 
TF607A BRIDGING TRANSFORMER 60,00 3 LA 
TF609B LINE TO VOICE COIL TRANSFORMER 16.00 2 75 
TF612A LINE TO VOICE COIL TRANSFORMER 14.50 3 5 
TF6I5A LINE TO VOICE COIL TRANSFORMER 16.00 3 5 
TF616A LINE TO VOICE COIL TRANSFORMER 13.50 5 
TESA SATURABLE REACTORS 105,00 2 oz 
TFIO2A SATURABLE REACTORS 39.00 7: 74 
TK138SL TUBE KIT 5.00 2% 
TKI38SM TUBE KIT 4.00 26 
TK5117 TUBE KIT 3.75 16 
TK5301 TUBE KIT 24.25 19 
TRY6 TRAY 8.00 12 
TRY7 TRAY 10.00 1 12 
TRY21 TRAY 18.00 12 
TRY5SO16 TRAY 8.00 7 
TRY5017 TRAY 10,00 7 
TRY5019 TRAY 16.00 7 
TUI2AX7 TUBE KIT 2.00 2% 
vari} VARIABLE WIREWOUND RESISTOR 3.00 39 
VRI12 VARIABLE MOLDED COMPOSITION RESISTOR 6.00 19 
vriig VARIABLE MOLDED COMPOSITION RESISTOR 4.00 29 
wui332 VU METER 40.00 1 LB. 39 
VU13328X VU METER 50.00 1 LB. 39 
vuP24 VU METER PANELS 95.00 7 18s. 39 
VUP24-2 VU METER PANELS 180.00 8 LBs. 39 
VuP24-3 VU METER PANELS 265.00 9 Las. 39 
VuP34 WU METER PANELS 105.00 7 LBs. 39 
vur34-2 VU METER PANELS 200.00 8 LBS. 39 
VUP34-3 VU METER PANELS 295.00 9 LBS. 39 
vuP4d VU METER PANELS 115.00 7 LBs. 39 
vuP44=2 VU METER PANELS 220.00 8 LBs. 39 
vuP44-3 VU METER PANELS 325.00 9 LBS. 39 
WC1201 WALL CABINET 27 LBS. 31 


45.00 
WC1202 WALL CABINET 36.00 25 LBS. 29 


